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Separate paging is given to this Part in order that It may be tied 
as a separate compilation 


DEPARTMENT OF REVENUE AND BANKING 
(Revenue Wing) 

NOTIFICATION 
Centeal Excises 
Neu; Delhi, the 24th June 197B 

C.S.K. 421(E).—In exercise of the flowers conferred by sub-sections (2) and (3) of 
section 3 of the Central Excises and Salt Act, 1944 (1 of 1944). and in supersession of 
the notification of the Government of India in the Minislry of Finance (Department of 
Revenue and Insurance) No 44/74-Central Excises, dated the 1st M'aich, 1974. the Cential 
Government hereby fixes for electrical stampings and laminations (other than electrical 
stampings and laminations manufactured from mumetal), falling under Item No. 28A of 
the First Schedule to the said Act and specified in column (2) of the Table below, the 
tariff value specified in the corresponding entry in column (3) thereof. 


Table 

Serial 

No. Description 

Tariff value 
per kilogram 

I 

2 

3 

I, 

Electrical stampings and laminations 
manufactured out of grain o r iented 
steel sheets 

Fifteen rupees 

2, 

Oth;r electrical stampings and laminations 

Twelve rupees 


(1433 ) 
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Provided that nothing contained in this notification shall apply to electrical stampings 
and laminations which are generally used in— 

(a) chokes. 

(b) transformers [other than (i) transformers for power transmission and distri¬ 

bution and of rating 1000 kilovolt amperes or above, (ii) current transformers 
of rated primary current 500 amperes or above, (iii) potential transfor¬ 
mers of rated primary voltage 1000 volts or abovel, 

(c) measuring instruments, and 

(d) electronic equipments. 


[No. 205/76] 
G. S. MAING1, Under Secy. 


(TTY?* <tw) 

ft 24 YT' i 071; 

RTo YTo fao 42 1 (^r). - YRfhT ReYR-TpY RR RRY 19 44 

(1944 yt i) Yrarnr 3 ^rr ytritt ( 2 ) srk ( 3 ) sm spur irfacwr yt Yffm 
Ytft 5<r 5rk rttr rrytty rwy (ttyry ?rk ytrt Yf srfafYRT 

tfo 44/74-%R^4 RRlTY-^vY, 1 RTY, 19 74 Yt ^faYFR YR^ 

RTYTT, YYT Yd STYR YR’JYr Yl' RR R“o 2 8Y % 5RPTR RTR Yl% ?fi7 

ift% Yd RTRtfr % RTRfT (2) if fafirfosE $SRT RJrYRt sfk RjfRYTiff (p£STr§ 
R fafaftcT 5fR TYfbr-FTkff R faff) % pTR, TRY RcfRR (3) Yf RrRttfRj] 

Rfafe t? fafaivE tfTY RRY fd-YT YRfft t 1 

c\ 


YR Rtfa 

hFr IWfara 

Ro 

tfTY IJM 

1 2 

3 

1 . t?R sfif^faffcT ^TdTR Y[ vfRTir R fafafiRT 


tJJTtYR ifil RfffR.fiTrr (^fRdRiT rtfR-kT-T) . 

W7 R P[ 

2. SPY YYd RSTYRRhR Rdf-IYTR 

RTTb R i'R : 

(RrfpiRRk ^faRTR") 
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Sec. 3 (i) ] 


ttrj Trfsr^TT r ^'rf ^int^ (seF*ht) ?rk 'rzfswTsn 

(^fc^r-f) *rt ^rij; rfi'il, sfmrmTTT f-r^Tr-Tfecr if swrt nW £:— 

Op) 

0 ?) 5 iTnr 4 T[(i) fVsjT ttt tflr Tmvn %; fat*?rfc 1000 f*?ft after 

rrifr^T TI 5ffiT=fl tf>.T T ^FfTfTP, (ii) 5 00 trfr"^ ^Tf 
rrt 3VTT % ?r^ir?r urTfriq^ jftrenfff ^ (iii) 
TrCTPr ?fFT=rr 1000 after tt srfsr* % fwr £iw 4 r, ^ firo], 
(if) mT-Y'TTT'T, sfk 
(*r) f^rfff'P ^q-?te i 

[ITO 205/76] 

iffo ITffo #jfr, spr* I 
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